REVISIONS 
Dan Rerospdos and may nof ^ reprod ced or used ip any fashion: won the a of REV | ECR DESCRIPTION DATE | INITIAL JAPPROVED 
unius ud ooduliulitali is E MPO 1 CH'D TITLEBLOCK, BOM, REVISION TABLE, ENGRAVE NOTE AND RADIUS FROM .060. 12/5/2011 | RJC GE 
CH'D DIMS WAS 21.500 IS 21.50, WAS 2.000 IS 2.00, WAS R.062 IS R.06, WAS R.125 IS 4X R.13, WAS .06 
2 | 15-0328 [X 45°15 AX 06 X 45°, WAS .500 SQUARE BROACH (17/32 PILOT HOLE) IS 2X .508-.503. 10/8/2015 | RJC JAG 


ENGRAVE T/N, S/N, 
MADE IN USA 


SECTION A-A 


NOTE: 
1. TORQUE WRENCH ADAPTER-UPPER END CAP. 
2. USED WITH 269A6300-80901 KIT. 


AEROSPACE 


"E TORQUE WRENCH ADAPTER 


T 269A3150-5-80904 
m rr IPERRITT 


UNLESS OTHERWISE SPECIFIED |APPROVED "a, 7A 
DIMENSIONS ARE IN INCHES Hr a 
Xxx t 005 FRACTIONS £ 1/8 TREAT 
Xt ox ANGLES x5 [FINISH BLACK OXIDE 
1. Eur ALL SHARP EDGES .015 x 45° SPEC 
R .015R 
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